To: Sebring, Meridith[Sebring. Meridith@epa.gov]; Guarneiri, Lisa[Guarneiri. Lisa@epa.gov]; 

Burnham, Larry[Burnham. Larry@epa.gov] 

Cc: Wilbon, Larry[Wilbon. Larry@epa.gov] 

From: Wilbur, Jennifer 

Sent: Tue 8/1 1/2015 4:12:46 PM 

Subject: Re: SSID for Gold King 

No problem, just let me know what it needs to say. Also, is this something that should 
come from OCFO? Broader than just OSWER if OW is involved. 


From: Sebring, Meridith 

Sent: Tuesday, August 11, 2015 12:11 PM 

To: Guarneiri, Lisa; Wilbur, Jennifer; Burnham, Larry 

Cc: Wilbon, Larry 

Subject: RE: SSID for Gold King 


Will you all be sending out a note, or should it come from SBO (sorry, Jen)? 


Thanks! 


Meridith Sebring 

Budget Formulation Team Lead 

OSWER ARMS 

202-566-1909 (office) 
202-595-4848 (cell) 


From: Guarneiri, Lisa 

Sent: Tuesday, August 11, 2015 12:11 PM 

To: Sebring, Meridith; Wilbur, Jennifer; Burnham, Larry 

Cc: Wilbon, Larry 

Subject: RE: SSID for Gold King 


M- 


1804915 


ED 000552K 00000506-00001 



Region 8 set up a site specific code in their region A8K9 

Changes please let others in OEM know. OEM and other AA ships will need to use. 
THANKS for the followup 

-ig 


From: Sebring, Meridith 
Sent: Tuesday, August 11, 2015 12:09 PM 
To: Wilbur, Jennifer; Burnham, Larry 
Cc: Wilbon, Larry; Guarneiri, Lisa 
Subject: SSID for Gold King 


Laura called about whether we had an SSID set up for Gold King mine (OCFO has been getting 
questions). I told her that there is an existing code, but we were looking into having the code set 
up in PPL. 


She said that Carol and Maria would send a note to the affected regions on what the code is. 


Thanks! 


Meridith Sebring 

Budget Formulation Team Lead 

OSWER ARMS 

202-566-1909 (office) 
202-595-4848 (cell) 


1804915 


ED 000552K 00000506-00002 



